IIF2 - Institutional Support to Nonprofit Hospitals

Nonprofit hospitals' average annual receipts of $15 million in institutional
support from HEW amounted to 4 percent of higher education1s average annual
allotment for this purpose. Hospital institutional support reached $28 million
in FY 1977 (an 87 percent increase over FY 1972) after charting a course for
which large year-to-year changes in the range of $10-$20 million were the rule
rather than the exception (see Figure 2-13).

Constant dollar support for hospital institutional support increased by 23
percent over the nine year period.
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